Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 BOMBAY 00179 220921Z 
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ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-07 /018W 

094355 

P 220609Z JAN 76 
FM AMCONSUL BOMBAY 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 6090 
AMEMBASSY NEW DELHI PRIORITY 

UNCLAS BOMBAY 0179 

E. O. 11652: N/A 
TAGS: BEXP, IN 

SUB J : CATALOG EXHIBIT - SCIENTIFIC, MEDICAL & INDUSTRIAL 
INSTRUMENTS - INDIA 

1 . PARASRAM AND COMPANY, KAILASH DARSHAN, KENNEDY BRIDGE, 
NANA CHOWK, BOMBAY 400 007, WISHES TO PARTICIPATE ON BEHALF 
OF ITS PRINCIPAL SPECTRAL DYNAMICS CORPORATION, SAN DIEGO, 
CALIFORNIA, IN THE SUBJECT EXHIBIT. PARASRAM HAS FILED 
PARTICIPATION DOCUMENTS WITH US. 

2. BECAUSE OF INDIAN FOREIGN EXCHANGE REGULATIONS, WE HAVE 
ADVISED AGENT TO HAVE US PRINCIPAL PAY PARTICIPATION FEE 
DIRECTLY TO COMMERCE. 

3. SPECTRAL IS NTM SINCE ITS PRODUCTS HAVE NOT YET BEEN 
SOLD HERE ACCORDING TO PARASRAM. CATALOGS WILL BE 
PROVIDED BY LOCAL AGENT FOR SPECTRAL'S RANGE OF ANALYSING, 
MEASURING AND CONTROLLING DEVICES FOR NOISE AND VIBRATION. 
PLEASE INFORM US AS SOON AS SPECTRAL'S PARTICIPATION IS 
APPROVED. PERSON TO BE CONTACTED IS MR. LEON J. CORCORAN, 
EXPORT SALES MANAGER, TELEPHONE: 714-565-8211; TWX: 

910-335-2022. 

FOR NEW DELHI: WE SHALL DESPATCH CATALOGS ON RECEIPT OF 
ACCEPTANCE NOTIFICATION FROM COMMERCE. 

COURTNEY 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 JAN 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BOMBAY00179 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760024-0276 
From: BOMBAY 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 97601 34/aaaabdxo. tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 JUN 2004 by schwenja>; APPROVED <12 NOV 2004 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CATALOG EXHIBIT - SCIENTIFIC, MEDICAL & INDUSTRIAL INSTRUMENTS - INDIA 
TAGS: BEXP, IN 
To: COM 
Type: TE 
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